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PRIORITIES FOR EXPERIMENTS 


GRANTED TO MANUFACTURERS 


WASHINGTON, D. C.—Producers of re- 
frigeration equipment may—with one quali- 


fication—make use of the “laboratory” pri- - 


orities granted by WPB in the recent re- 
vision of Order P-43. 


The order grants priorities for needed 
equipment to be used by any manufacturer 
experimenting in the design and development 
of new civilian products. However, in the 
case of commercial refrigerator manufac- 
turer, such priorities cannot be used for the 
production of any model of equipment on the 
“A” list of Order L-38 without approval by 
WPB of a special appeal. 


Definition of “laboratory” now specifies 
that any person who carries on scientific or 
technological investigation, testing develop- 
ment, or experimentation in his business is 
considered to operate a laboratory in buying 
materials for these purposes, even though he 
does not have a separate department or 
organization for such activities. 


NEW ‘FREON’ PLANT OPERATING; 
WORK STARTS ON ANOTHER 


WILMINGTON, Del.—The new plant con- 
structed at Deepwater, N. J., for the pro- 
duction of “Freon-12” has “just come into 
operation,” it was announced by Kinetic 
Chemicals, Inc. on March 12, in connection 
with the statement that work has been 
started on another “Freon-12” plant at East 
Chicago, Ind. 

Starting nearly a month ahead of schedule, 
the new plant will add 600,000 pounds of 
“Freon” to the March production total. At 
capacity, the two Deepwater plants will pro- 
duce between 2,800,000 and 2,900,000 pounds 
monthly. 

The East Chicago plant, which Kinetic 
reports will have a capacity of approximately 
2,000,000 pounds of “Freon” a month, is being 
built on property of the Grasselli Chemicals 
Department of E. I. du Pont de Nemours and 
Co., Inc., who, with General Motors Corp., 
jointly owns Kinetic Chemicals. 


ELECTRIC IRON PRODUCTION 
EXPECTED TO START IN MAY 


WASHINGTON, D. C.—Production of the 
2,000,000 electric irons intended for civilian 
use is expected to start early in May, with 
the first irons reaching retailers in quantity 
about August, it was said in WPB head- 
quarters here last week. 

Of the 24 firms producing irons during 
the base year of 1941, six have already 
applied for allocations under WPB’s limita- 
tion order issued Feb. 24. Other applications 
await final approval. 


Need Facts At O 
Repairman Shor 


All Local Groups Must Provide Material As 
‘Critical’ Status .Is Likely To Be Questioned 


CLEVELAND—tThere is a strong possibility that the status of 
refrigeration repairmen as a “critical occupation” and hence eligible 
for deferment, may be seriously questioned by Selective Service officials 
in their new drive to fill Army-Navy requirements, and consequently 
all available facts are needed to prove the desperate need for man- 
power in refrigeration service work. 

For this reason, W. Ray Kromer, director of the National Refrig- 
eration Manpower and Training Program, has asked that AIR COoNDI- 
TIONING & REFRIGERATION News broadcast an appeal to every local 
group in the industry—whether they be a Local Council set up under 
the Training Program; the A.S.R.E. or R.S.E.S. chapter, or some 
organization of contractors—to supply him immediately with the follow- 
ing information. He asks that the information be sent to him by 
airmail letter to his headquarters at 1835 E. 24th St., Cleveland, Ohio. 

(1) How many servicemen worked in the area before the War. 

(2) How many are left now. 

(3) Of those remaining, how many have been reclassified 1-A. 

(4) Of those not in 1-A now, how many are of draft age 18-37. 

(5) What is the average number of hours per day being 
worked by the remaining servicemen. 

(6) Supply all possible evidence of how a lack of service man- 
power has interfered with industrial activities necessary to the War 
Effort, or caused spoilage of foodstuffs that resulted in workers 
becoming ill or valuable food supply being wasted. 


Dealer Misuse of Order L-38 May 
Result in Tightened Restrictions 


ce 0 


WASHINGTON, D. C.—“Sharp practices” by distributors and 
dealers of commercial refrigeration equipment in taking advantage of 
the relaxed restrictions on sale and installation of equipment under 
the amended Order L-38 may result soon in a tightening of the restric- 
tions of the order, it was stated last week by the Refrigeration and 
Air Conditioning Section of WPB. 

Investigation which the Section was snhing into the alleged 
“black market” on freezer-storage units has revealed a general abuse 
of the provisions of Order L-38, it was reported. The situation is 
so bad in some areas as to draw the attention of other industries 
to what is apparently a favored field. 

In many cases the transactions involved may be within the letter 
of the law. One example of the type of abuse being perpetrated is the 
“traveling” compressor—a piece of used equipment which is more or 
less defective, and which is installed over and over in different establish- 
ments, each time being replaced as “defective” by a new unit. 


(Concluded on Page 2, Column 2) 


This is the bulletin issue of the News. More details on the news 
stories plus special features in next week’s full size issue. 
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AIR CONDITIONING & REFRIGERATION NEWS, MARCH 20, 1944 


Bulletin Edition 


COMMERCIAL 
REFRIGERATION UNITS 
FOR PROTECTION OF 
VITAL FOOD SUPPLIES 


A u See Your Par Jobber 


LYNCH MANUFACTURING Corp. 
DEFIANCE, OHIO, U.S.A. 


Electrimatic... 


AUTOMATIC CONTROL 
VALVES AND REGULATORS 


CHICAGO’ 16 


2100 INDIANA AVENUE * 


Bn Send for Gulletine 
1 oe WW. 
ELECTRIC MOTORS 


i MU-182 and MU-183 


agner Electric Corporation 


6441 Plymouth Ave, St. Louis 14, Mo, U.S.A 


REFRIGERATION ENGINEERING Inc. 


LOS ANGELES » CALIFORNIA 


>—-Over 400,000— 


Food Conservators In Use 
Investigate the NEW 
FOOD CONSERVATOR 
Sold thru petvigpention and insulation 
distributors. rite for particulars. 


Master Manufacturing Corp. 
121 Main St. Sioux City, Iowa 


“ ow”, Beer Dispensing 
Equipment with a 
National reputation for 


7 Quality and Performance. 
La Crosse Novelty Box Mfg. Co. 


LA CROSSE, WISCONSIN 


FOOD 


MUST BE 
CONSERVED 


Refrigeration today is performing a vital 
service by guarding and preserving for 
future use, priceless food which might other- 
wise be wasted. Write for literature. 


GENERAL REFRIGERATION DIVISION 


AUTOMATIC REFRIGERATION 


HERE ITIS NEW 


WILL BE READY CATALOG 


APRIL 15 


ANNOUNCING NEW LINE 
WASHING MACHINE 
PARTS AND SUPPLIES 


MoToR PARTS 


DELCO—SUNLIGHT 
WAGNER 


REFRIGERATION 
PARTS AND SUPPLIES 
100% WHOLESALE 


REFRIGERATION 
HERMETIC REBUILDING 
GRUNOW—MAJESTIC 
GENERAL ELECTRIC 
WESTINGHOUSE 


SERVICE PARTS CO. 


2511 Lake St. Melrose Park, Ill. 


WPB Drops Restrictions on 
Sizes of Condensing Units 


WASHINGTON, D. C.—Restric- 


| tions on the size, type, number of 


models, and materials used in refrig- 
eration condensing units have been 
dropped by the War Production 
Board through the revocation on 
March 10 of Schedule II to Limita- 
tion Order L-126, covering in- 
dustrial and commercial refrigera- 
tion and air conditioning machinery. 

Revoking the order means, say 
WPB officials, that “anybody can 
build any kind of compressor he 
wants to, with no limitation on size 
or number of models, or materials, 
except as restricted by other orders.” 

One important feature of the 
action was the removal of the pro- 
hibition on the use of steel in the 
construction of bases for refrigera- 
tion condensing units having motors 


over 20 hp. in size. Revocation of 
this restriction, declares WPB, will 
save valuable manhours formerly re- 
quired to erect concrete bases at the 
time of installation of the unit. . 

Original purpose of this provision 
was to conserve steel, but now that 
the type of steel required is gen- 
erally more available, it is considered 
more important to conserve man- 
power, explains WPB. 

Further maintenance of model re- 
strictions, as contained in Schedule 
II, were no longer necessary, WPB 
added, since a large percentage of 
the units now being produced are for 
military use and since those pro- 
duced for the Army, Navy, and 
Maritime Commission have _ been 
exempted from model standardiza- 
tion. 


Present Icebox Okay, 
WPB Tells Producers 


WASHINGTON, D. C.—The refrig- 
erating performance of the type of 
household ice refrigerator now being 
manufactured has been satisfactory 
and no changes in materials or 
specifications are contemplated, the 
War Production Board announced 
March 7. 


The proposal to retain all the pro- 
visions now governing the produc- 
tion of household ice refrigerators 
(established in Limitation Order L- 
7-c) met with the unanimous ap- 
proval of refrigerator manufacturers 
representing the entire industry, at 
their recent conference with WPB 
officials. 


Tests conducted by various govern- 
ment agencies, both in the refrig- 
erator plants and in homes through- 
out the past year, show that vir- 
tually all the current models of 
household ice refrigerators either 
meet or more than meet the estab- 
lished standards, industry members 
were told. The standard calls for ice 
consumption not to exceed 24 pounds 
per 48-hour period. 


A WPB program for 821,000 ice 
refrigerators in 1944 has been de- 
termined, it was announced at the 
conference. This comprises an esti- 
mated requirement of 600,000 for the 
Office of Civilian Requirements and 
221,000 for the National Housing Ad- 
ministration. 


Production last year totaled 633,- 
000. The expected increase in pro- 
duction this year is intended to make 
up for the lack of mechanical refrig- 
erators. “Charles E. Wilson, WPB 
Executive Vice Chairman, said at a 
recent industry advisory committee 
meeting that resumption of me- 
chanical refrigerator production is 
still far in the future,” the WPB an- 
nouncement stated. 


Misuse of L-38 May 
Bring ‘Crackdown’ 


(Concluded from Page 1, Column 3) 


“Such misuse of the ratings not 
only leads to wasted parts such as 
valves, tubing, and also manpower,” 
said one WPB official, “but it 
also defrauds the public. 

“If the unscrupulous dealers and 
distributors cannot abide by the 
spirit and intent of the order, which 
is to conserve equipment only for 
most essential uses, then we will 
have to again make the order more 
restrictive, and it is likely that a 
proposal of this nature will soon be 
placed before the General Refrigera- 
tion Industry Advisory Committee. 

“Our investigations thus far have 
given a pretty clean bill of health to 
the manufacturers, but the situation 
is pretty messy on the distribution 
side. 

“We have written our orders on 
the theory that 90% of the people 
are honest. Maybe we'll have to re- 
vise that theory if we rewrite the 
order.” 


és 
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TEMPERATURE CONTR 


PRESSURE AND 


Guus features equivalent to 
32 or more Special models 


are STANDARD in every M-H Polartron. 


MINNEAPOLIS-HONEYWELL REGULATOR CO. 
Refrigeration Controls and Control Systems . 


Hacer 2 


Veterans Source 
Of Manpower. 
For Repairmen 


WASHINGTON, D. C.—The 80,000 
war veterans being discharged each 
month from military service con- 
stitute a continuing source of man- 
power for electrical appliance repair 
shops, a representative of Selective 
Service has advised the Electrical 
Appliance Repair Shops . Advisory 
Committee. 

Electrical repair shops have an 
excellent chance of hiring some of 
these men since they can place them 
in permanent jobs, a representative 
from the Service Trades Division of 
the Office of Civilian Requirements 
told the committee. He advised the 
repair shops to keep in close touch 
with their local USES offices about 
the possibility of hiring returned 
veterans. 

Shortage of repairmen and a short- 
age of parts were cited as the two 
most serious problems interfering 
with electrical appliance repairs in 
reports of members of the Electrical 
Appliance Repair Shops Industry 
Advisory Committees to government 
officials. In many cases, consumer 
hardships have resulted from the in- 
ability of repair shops to obtain parts 
quickly enough, committee members 
said. 

Industry representatives agreed to 
send in reports to the Service Trades 
Division of the Office of Civilian 
Requirements listing those parts that 
are most difficult to obtain. 

Vocational programs used in train- 
ing electrical appliance repairmen 
were described to the committee. In- 
formation concerning some of these 
training plans can be obtained from 
the Electrical and Mechanical Re- 
pair Section of the Service Trades 
Division, WPB, in Washington. 


A.S.R.E. Sets Meeting 
Dates For June 5-7 
In Pittsburgh 


NEW YORK CITY—The 3ist 
Spring Meeting of the American 
Society of Refrigerating Engineers 
will be held June 5-6-7, in the Wil- 
liam Penn hotel in Pittsburgh, A. B. 
Stickney, president of the Society, 
has announced. 


Hosts for this gathering of refrig- © 


eration and air conditioning men 
will be members of the Pittsburgh 
section of the A.S.R.E., under E. L. 
Scanlon, section chairman. Other 
members of the convention executive 
committee for the local group are 
F. K. Stiening, G. O. Weddell and 
J. S. Forbes. 


Emphasis in the technical sessions 
scheduled for Monday morning and 
afternoon, June 5, Tuesday morning 
and Wednesday morning will be on 
current developments in the design 
and application of refrigeration 
equipment, according to Clifford F. 
Holske, chairman of the _ society’s 
program committee. Definite accept- 
ances have been secured from well 
qualified authorities who will present 
papers on frost zone psychrometry, 
hydrocarbon refrigerants, cold cath- 
ode lighting for refrigerated spaces, 
and effect of unstable heat flow on 
rapid temperature changes in con- 
fined spaces, refrigeration in syn- 
thetic ammonia production, and other 
subjects of equal timeliness. 

The afternoon of Tuesday, June 6, 
will be given over to the annual 
A.S.R.E. golf tournament, and a 
dinner-dance will be held the same 
night. 
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Regional OCR Men 


To Take Problems 


Of Repair Shops 


WASHINGTON, D. C.—The Office 
of Civilian Requirements has _ in- 
structed all its regional offices to be 
prepared to handle problems and 
complaints of refrigeration and ap- 
pliance repair shops, as well as 
others of the service trades, accord- 
ing to Donald R. Longman, director 
of OCR’s Service Trades Division. 

If anyone in the service trades 
requires help in meeting his wartime 
problems, he should contact the 
regional representative recently ap- 
pointed by OCR, advises Mr. Long- 


- man. 


Regional representatives and their 
locations are as follows: 

Region I (Conn., Maine, Mass., 
N. H., R. I., Vt.)—Edward V. Hickey, 


_ 17 Court St., Boston. 


Region II (Northern New Jersey, 
New York—L. H. Luce, Empire State 
Bldg., New York City. 

Region III (Del., Md., Southern 
N. J., Pa. except Pittsburgh, Va., 
D. of C.)—Virgil J. Rader, 1617 Penn- 
sylvania Blvd., Philadelphia. 

Region IV (Ala., Fla., Ga., N. C., 
S. C., Tenn., Miss.)—Sam I. Dubose, 
116 Candler Bldg., Atlanta. 

Region V (Ky., Ohio, Pittsburgh, 
West Va.)—Carl H. Becker, 1300 
Union Commerce Bldg., Cleveland. 

Region VI (Ill., Ind., Iowa, Wis.)— 
Howard E. Richardson, 226 W. Jack- 
son Blvd., Chicago. 

Region VII (Ark., Kansas, Mo., 
Neb.)—N. S. Riley, Mutual Inter- 
state Bldg., Kansas City, Mo. 

Region VIII (La., Okla., Texas)— 
Frank Mason, Room 1221, Mercan- 
tile Bank Bldg., Dallas, Texas. 

Region IX (Colo., New Mex., Utah, 
Wyo.)—M. S. Coursen, Continental 
Oil Bldg., Denver. 

Region X (Ariz., Calif., Idaho, 
Nev.) — Russell Longstreetch, 1355 
Market St., San Francisco. 

Region XI (Mich., Toledo)— 
Carleton Havens, 7310 Woodward 
Ave., Detroit. 

Region XII (Minn., Mont., N. Dak., 
S. Dak.)—W. G. Duryee, 334 Mid- 
land Bank Blidg., Minneapolis. 

Region XIIEy(Ore., Wash.)—Allan 
L. Willard, White-Henry-Stuart Bidg., 
Seattle, Wash. 


Ontario Utility Will 
Push Freezing Units 


TORONTO, Ont., Canada—aAs soon 
as the war ends, the Hydro Electric 
Power Commission of Ontario in- 
tends to place quick-freezing equip- 
ment on display through rural parts 
of the province in an effort to bring 
home its advantages to the farmer, 
Hydro Commissioner G. H. Challies 
told the Ontario legislature March 7. 

Challies spoke during second read- 
ing of a bill to reduce or remove 
rural hydro service charges. He said 
that hydro engineers have been work- 
ing for many months on a quick- 
freezing unit to sell at a very low 
cubic-foot cost. Hydro does not in- 
tend to merchandise the unit, but 
will provide cheap power to bring 
such modern equipment within the 
reach of every farm home. 

The Hydro commissioner said one 
unit already in operation could hold 
60 dozen ears of corn, six crates of 
strawberries, six crates of rasp- 
berries as well as poultry and meat. 


MIDWEST 


Now Making 
and Commercial VITAL War Products 
Refrigerator Cabinets for Army and Navy 


MIDWEST MFG. COMPANY 


pee tEmoUS 


Centteevuanc 


Dependable : Refrigeran ts 


VIRGINIA SMELTING CO. 


WEST NORFOLK, VIRGINIA 


PRODUCT DESIGNER 


National merchandise organiza- 
tion has opening for product 
designer styling hard-line appli- 
ances, etc. Post war opportu- 
nity. Write experience, draft 
status, salary expected. Replies 
confidential. Box 1532, Air 
Conditioning & Refrigeration 
News. 


“NO-FRO 
WITH SPRAY COOLERS 


... gives always full capacity because 
there is no interruption for defrosting 
at sub-zero temperatures; protects 
quality in foods. 

NIAGARA BLOWER COMPANY 
25 Years of Service in Air Engineering 
Dept. AC, 6 E. 45th St., New York 17, N. Y. 


MASTERCRAFT 
ADJUSTABLE PAD AND 
CARRYING HARNESS 


ee eee mene sd 


S| Used and endorsed by thousands [i 
mm of refrigerator dealers in the — 
>= United States and Canada. 
5 Pad is adjustable to all makes 
and sizes of refrigerator cabinets; 
= thoroughly protects finish of 74 
cabinet from scratches and 
mars during moving; easily and 
quickly put on or off; sturdy, © 
~ lasting construction; easily pays * 
for itself in a short time. Price — 
* $11.75 each. 
- Attractive lettering of your i 
name on pad at $2.00 each extra. * 
# Harness is a separate unit — 
| from the pad, is adjustable, and 7 
* provides a simple and convenient 
+ arrangement for carrying your i 
_ refrigerator more safely and ; > @ 
easily. Price $8.50 each. S 
Write for complete folder and | 
prices on pads for refrigerators, #9 
washers, ironers, ranges, radios; § 
also furniture pads and protec- 
tive covers. ... All prices subject 
to change without notice. 


BEARSE MANUFACTURING CO. 


3815-3825 Cortland Street, Chicago 47, Illinois 
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Bulletin Edition 


AIR CONDITIONING & REFRIGERATION NEWS, MARCH 20, 1944 


CLASSIFIED 


ADVERTISING 


OE 


BUSINESS OPPORTUNITIES 


MICHIGAN’S LARGEST commercial re- 
frigeration and store fixture sales and 
service company desires contacts for dis- 
tribution in Michigan. HARROD RE- 
FRIGERATION SALES & SERVICE, 
991-05 North Jackson St., Jackson, Mich. 


EQUIPMENT FOR SALE 


FOR SALE: Mills 2% gallon capacity 
counter freezer with 10 hole dispensing 
or hardening cabinet. Self-contained unit. 
Used one season. DONALD E, MYERS 
REF. SERVICE, 318 W. 37th St., Ander- 
son, Ind. 


FOR SALE: 4, 6, 8 hole converted Frig- 
jidaire Expansion cabinets with remote 
% hp. A.C. 60 cycle units. Send for list 
and prices. EDISON COOLING CORP., 
310 E. 149 St., New York 51, N. Y. 


ICE REFRIGHRATED bottle’ coolers. 
Three-case capacity. Modern streamlined 
design. All steel, heavily insulated, 
equipped with casters, bottle opener and 
receptacle. Can also be used for cooling 
other products. $19.00 net each, f.o.b. 
Philadelphia. Brand New. No priority 
required. Write today! GENERAL 
REFRIGERATOR CO., 855 North Broad 
Street, Philadelphia, Pa. 


— 


POSITIONS AVAILABLE 


AIR CONDITIONING and industrial re- 
frigeration engineer with proven sales 
and supervision record. Immediate oppor- 
tunity to affiliate with prominent South- 
ern lifornia distributor and contractor. 
Excellent postwar outlook. Give complete 
history and details in first letter. Reply 
Box 1521 Air Conditioning & Refrigeration 
News. 


BEST OPPORTUNITY in all America 
both during and after the war. San Diego, 
Calif. offers you everything worth living 
for. We need good service men. Will pay 
top wages, time and a half and double time 
for over 44 hours plus liberal commissions. 
WRIGHT REFRIGERATION SERVICE, 
1337 India St., San Diego 1, Calif. 


WONDERFUL OPPORTUNITY with large 
well-established midwest concern for esti- 
mating engineer approximately one year; 
then sales engineer covering air condition- 
ing and industrial refrigeration equip- 
ment all sizes. No household units. State 
qualifications, draft status, and experience. 
Engineering education essential. Excellent 
chance for man with refrigeration expe- 
rience to locate for postwar. Box 1526, 
Air Conditioning & Refrigeration News. 


REFRIGERATION ENGINEER: Substan- 
tial midwestern manufacturing firm plan- 
ning entry into refrigeration fleld has 
attractive opening for young graduate 
engineer in equipment development de- 
partment. Considerable laboratory work 
now and excellent post-war opportunities 
to grow with the refrigeration department. 
Limited practical experience helpful. Box 
os Air Conditioning & Refrigeration 
ews. 


EXCELLENT OPPORTUNITY in charge 
of sales department of well established 
and recognized wholesale parts and acces- 
sories refrigeration wholesaler. A large 
volume business already established cover- 
ing four Eastern States. Must be 
thoroughly familiar with refrigeration 
business. State qualifications in full. 
Box 1531, Air Conditioning & Refrigera- 
tion News. 


MECHANICAL ENGINEER experienced in 
the design of refrigerating compressors 
and auxiliary equipment by a large Mid- 
West manufacturer. Reply confidential. 
Position permanent. Box 1529, Air Condi- 
tioning & Refrigeration News. 


WANTED: CHEMICAL OPERATORS and 
men desiring to train for positions in 
production work in plant making essen- 
tial chemicals. (Readers not interested 
personally might help some acquaintance 
by calling his attention to this opportun- 
ity.) Men familiar with handling low- 
Pressure refrigerants; such as sulphur 
dioxide and methyl chloride, and with 
high school education or better should 
find the work interesting and one afford- 
ing opportunities for advancement. Plant 
located in southeastern part of Virginia. 
Box 1527, Air Conditioning & Refrigera- 
tion News. 


SERVICES AVAILABLE 


WELL QUALIFIED individual with 16 
years’ experience in the sale, selection, 
application, installation and _ service of 
commercial refrigerating equipment, and 
allied products. Selecting, selling and 
supervision of distributors and dealers. 
Training dealer sales and service person- 
nel. Has acquired an enviable reputation 
of sales ability. Forty-five years old, 
Protestant, married, three children, draft 
1V-A. Neat appearance, alert, aggressive, 
tactful. Wide acquaintance in the refrig- 
eration industry and many valuable con- 
tacts throughout the Mississippi Valley 
and near eastern states. Invites corre- 
Spondence from responsible manufacturers, 
which will be held in strict confidence. 

tisfactory references furnished on re- 
quest. Services will be available in 30 
days after negotiations are completed. 
Personal interview arranged at your con- 
venience. Address Box 1535, Air Con- 
ditioning & Refrigeration News. 


HEAT INTERCHANGERS 


®— Large Surge Capacity 
@— High Heat Hold 

@— Sweat ¢ Flare Fittings 
®— Low Cost 


BeMER TRENTON ©. 


oD 


TRENTON.N. J. 
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Repairmen Have A A-3 Rating to Obtain #2282" 
Small Motors, WPB Reminds Industry ; 


WASHINGTON, D. C.—Repair 
shops may use the AA-3 preference 
rating assigned them by Controlled 
Materials Plan Regulation 9-A _ to 
obtain fractional horsepower motors 
from dealers, wholesalers, or motor 
agencies, the War Production Board 
pointed out last week. 

This does not in any way conflict 
with the provision of Order L-123, 
which was recently revised (as re- 
ported in the March 13 issue of AIR 
CONDITIONING & REFRIGERATION 
NEws) to permit dealers and service 
men to obtain, without priority rat- 
ings, a fractional horsepower motor 
to replace a defective motor that has 
been traded in when repair is needed, 
explained WPB officials. The L-123 
revision applies only to “trade-ins,” 
they stated. 

The AA-3 rating of CMP regula- 
tion 9-A was assigned on Nov. 25, 
1943, to refrigeration repair shops, 
electricians, plumbers, motor re- 
winders, electrical contractors, car- 
penters, blacksmith shops, and farm 
machinery, radio, boiler, automotive, 
upholstery and bicycle repair shops 
to enable them to obtain more readily 
parts and materials for their opera- 
tions, WPB explained. 

Any dealer, wholesaler, or motor 
agency having fractional horsepower 
motors for sale is required to honor 
the AA-3 rating from repair shops if 
the motors in stock are not needed to 
fill orders bearing better preference 
ratings. However, the buyer must be 
willing to meet the seller’s regularly 
established prices and terms of sale 
or payment. 


MUST EXPLAIN ‘NO SALES’ 


Any seller who fails or refuses to 
accept an order bearing a preference 
rating may be required, upon writ- 
ten request of the person placing the 
order, to give his reasons in writing 
for such failure or refusal, WPB 
warns. 

Since the demand for fractional 
horsepower motors for combat serv- 
ices is unusually large, it is neces- 
sary to restrict their sale to es- 
sential purposes. For this reason, 
only those fractional horsepower mo- 
tors needed to replace broken-down 
motors may be sold without a rating, 
and these replaced motors must be 
taken in exchange to be repaired 
where practicable and to be resold 
under similar conditions. Motors for 
any other purpose may be sold only 
on orders bearing a _ preference 
rating. 

An old motor cannot be demanded 
by a dealer, wholesaler or motor 
agency for a new motor as part of 
the purchase price on an order bear- 
ing the AA-3 rating, it was pointed 
out. 

Emphasis was placed on the re- 
pair of broken-down motors as quick- 
ly as possible because of the short- 
age of new motors for servicing re- 
frigerators, oil burners and stokers, 
washing machines, water systems, 
etc., whose operation WPB said, is 
important in maintaining civilian 
economy and morale. 


REPAIRING OF MOTORS 


Repair shops that are not equipped 
to rewind or repair motors may have 
this work done at motor repair sta- 
tions in the local areas or by manu- 
facturers who have established re- 
pair stations and replacement centers 
at centrally located points, or they 
may exchange broken-down motors 
for new ones at the manufacturers’ 
stations. Some manufacturers will 
repair or exchange motors other than 
their own make at their repair and 
replacement centers. However, re- 
pair shop operators should ascertain 


from the manufacturers’ local agency _ 
o— 


or factory that motors can be ex- 
changed or repaired before they are 
sent to the repair station, WPB said. 

The motor repair situation has im- 
proved in the last few months, so all 
sources of repairs should be re- 
checked, if necessary, for possible 
improved service. 

Every wholesaler, motor dealer or 
agency interested in having a small 
supply of fractional horsepower mo- 


‘tors for resale to repair shops on 


rated orders was urged by WPB to 
file immediately a Form WPB-547 
(formerly PD-1X) application. Al- 
though in the past it took five or six 
months for these orders to be filled, 
it is hoped, WPB said, that soon this 
condition will improve and deliveries 
will be made sooner. 

Following is the text of the revised 
L-123 order which sets up higher 
priority ratings on 22 classes of in- 
dustrial equipment, but permits re- 


placement of “trade-in” fractional 
horsepower electric motors without 
any priority rating: 


Text of L-123 Order 


(Limitation Order L-123, as Amended 
E Peb. 28, 1944) 

Section 1226.1 General Limitation Order 
L-123 is hereby amended to read as 
follows: 

The fulfillment of requirements for the 
defense of the United States has created 
a shortage in the supply of certain 
critical materials (including components) 
and facilities used in the manufacture of 
general industrial equipment for defense, 
for private account and for export; and 
the following order is deemed necessary 
and appropriate in the public interest and 
to promote the national defense. 


§ 1226.1 General Limitation Order L-123 
—(a) Equipment which may not be de- 
livered without an AA-5 or better rating. 
No person (including a manufacturer, dis- 
tributor, or dealer) shall accept any order 
for or deliver, and no person shall accept 
delivery of, any new item of the follow- 
ing equipment (more fully described in 
the attached List A) except for an order 
bearing a rating of AA-5 or higher: 


1. Air filters. 
. Air washers. 
. Are welding machines. 
. Baling presses. 
. Compressors. 
Ceramic machinery and equipment. 
. Concrete products machinery. 
. Dust collectors, industrial. 
. Dynamometers (electric type) and 
rotary converters. 
10. Electric motors and generators (frac- 
tional horsepower). 
11. Fans, blowers and exhausters. 
12. Flexible metallic hose, tubing and 
fittings. 
13. Heat exchangers. 
14. High pressure blowers. 
15. Lifting magnets. 
16. Oil filtering and re-refining machines. 
17. Ovens, industrial; drying, curing and 
finish-baking types. 
18. Paper shredders. 
19. Pressure vessels (including air re- 
ceivers). 
20. Pumps. 
21. Stationary steam engines. 
22. Wire working machinery. 


Deliveries within a company. The above 
restriction applies to deliveries from one 
department (a branch, division, or sec- 
tion) of a single organization to another 
department of the same organization when 
the item is for incorporation into other 
machinery produced by that organization, 
or when it is for installation and opera- 
tion for the organization’s own use . 


The restriction does not apply to de- 
liveries from one department to another 
of the same organization, of items which 
it is to resell as such. 

(b) Certain transactions for which no 
rating is required by this order. The 
above restriction does not apply to the 
following transactions: 

(1) Repair parts. Delivery of repair 
parts for any item (but no complete item 
may be considered as a repair part and 
delivered under this exemption, even 
though it could be used as a component 
part of another item or of machinery not 
covered by this order). 

(2) Farm supplies. When items which 
are farm supplies under Priorities Regu- 
lation 19 are delivered in accordance with 
that regulation. 

(3) Petroleum industry item. When 
items used in the petroleum industry and 
covered by Order P-98-c are delivered in 
accordance with that order. 

(4) Items no longer needed. When an 
item is returned to the person from 
whom it was obtained, or when it can 
no longer be used for the purpose for 
which priorities assistance was given to 
help obtain it and the holder disposes 
of it in accordance with applicable pro- 
visions of Priorities Regulations 1 or 13. 


(5) Items ordered and put in transit 
before the restriction became applicable. 
The completion of delivery of items 
which had been placed in the. hands of 
a common or contract carrier for ship- 
ment to the customer prior to the date 
upon which the restriction in (a) became 
applicable. 

(6) Certain orders rated below AA-5 
but unfilled when restriction became ap- 
plicable. Delivery to fill any rated order 
which was rated below AA-5 and could 
have been filled just before the date 
upon which the restriction in (a) became 
applicable without violating any WPB 
order, rule or regulation. 

(7) Deliveries of machinery not cov- 
ered by this order. The delivery of new 
machinery, not covered by this order, 
into which an item has been incorpo- 
rated as a necessary component part (or 
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in the district in which is located the 


which is delivered in unassembled condi- 
tion with an item which is a necessary 
component part, for assembly at the site 
of installation). . 

(8) Used items. The delivery of any 
item which has been sold to a _ person 
acquiring it for use, and put into regular 
use by him. 

(9) Specific authorizations. Deliveries 
specifically authorized or directed. 


(10) The replacement of a fractional 
horsepower electric motor or generator 
which is traded-in when repair is needed. 
When a fractional horsepower electric 
motor or generator is delivered to a 
householder or other user solely for re- 
placement of a used one which needs re- 
pair and the seller, in accordance with 
his regular business practice, takes the 
broken down or defective motor or gen- 
erator in trade and repairs it or delivers 
it to another person who will repair it 
(whenever repair is practicable) so that 
it will be resold under similar conditions 
(or scraps it promptly when repair is im- 
practicable). 

(It must be noted that no repairman 
or other person may deliver such an item 
unless he either complies with the fore- 
going conditions, or receives a AA-5 or 
higher rating for the delivery from his 
customer, even though he has obtained 
the items under a regulation or order 
which assigns a rating for repair or 
maintenance purposes, such as the fol- 
lowing: CMP Regulations 5, 5A, or 9A; 
or Orders L-79, P-126, or P-148.) 

This exemption permits a dealer not 
having repair facilities to deliver such a 
traded-in motor or generator, if it is 
repairable, to the manufacturer or some 
other supplier who will repair it or have 
it repaired within a reasonable time, and 
get one in exchange without a AA-5 or 
higher rating. The manufacturer or other 
supplier who is asked to deliver a new 
item to a dealer in exchange for a used 
one is responsible for determining if the 
traded-in item is repairable. 

(3) Appeals. Any appeal from the pro- 
visions of this arder shall be made by 
filing a letter, in triplicate, referring to 
the particular provision appealed from 
and stating fully the grounds of the ap- 
peal. The letter should be filed with the 


field office of the War Production Board 


WOLVERINE 


REFRIGERATION TUBE 
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WOLVERINE TUBE DIVISION 
OF CALUMET AND HECLA 
CONSOLIDATED COPPER COMPANY 
1413 Central Ave. @ Detroit, Michigan 


Servicing commercial | 
refrigeration equipment 
is vitally important 
NOW. You can de- 
pend on Penn Controls. 


PENN ELECTRIC SWITCH CO. 
GOSHEN, IND. 


ELECTRIC 
WATER 
COOLER 


Different models avail- 
able for the various 
requirements of gov- 
ernment agencies and 
war production plants. 


PURO FILTER CORP. 
440 Lafayette St., New York 


DRINKING WATER 


SPECIALISTS FOR 40 YEARS. 


ae ' ecjon Tube 
with Refill Plug and meets 
‘ ; ive 
oe. inexpens f 
_ ity pei aes 
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pape charge- 
Ask YO 
Fille 


WAR VETERANS 


By this time, we can truthfully say 
that Ranco Controls are real War 
Veterans. For years, these uniform, 
accurate controls have been protect- 
ing the food of our Army and Navy. 


Ranco Controls are precision instru- 


ments ... alert, responsive, and de- 
pendable for a longer time. 


Rance Jac. 


ASK YOUR JOBBER 
COLUMBUS, 
OHIO 


- 
see 


“ERS 


materials for our 


Ey” PRIME SURFACE Cold Plates 


FOR MAXIMUM EFFICIENT REFRIGERATION 


Coolers, Liquid Cool 
Write us today for complete information and catalog. -™ 
Stangard Facilities ore contributing to the production of say 


THE STANGARD-DICKERSON CORP. 
46-76 Oliver Street, Newark, N. J. 
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*® For Locker Plants, Sharp Freezing, 

Ice Cream Cabinets, Hardening Rooms, 
Soda Fountains, Storage Rooms, Milk 
ing, Food Counters and other similar uses. 


National Defense. Ee 
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SMYRNA, 


JOIN WILSON DEALERS... 


If there is no Wilson Dealer near you... if your 
organization is geared to modern commercial 
refrigeration needs, write us NOW, giving details 


present sales-and-service force, and 


indicating which of the following Wilson lines 
interest you most: 


@ @ ZERO-FLOW and. VERTI-COIL Life-Tested 
“| Milk Coolers for Dairymen 


@ ZEROSAFE Reach-In FARM FREEZERS 


@ ZEROSAFE Reach-In Frozen Food Storing- 
and-Dispensing Cabinets 


@ ZEROVAULT Walk-In Frozen Food Storage 
@ NORMAL TEMP. Walk-Ins and Reach-Ins 
a @ PORTABLE SECTIONAL LOCKER PLANTS 


WILSON CABINET COMPANY 
Designers and Manufacturers 


DELAWARE 
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Fully Protected 
by US, Patents 


HIGHSIDE CHEMICALS co. 


195 VERONA AVE EWARK. NJ 


BRASS & COPPER SALES CO. 


REFRIGERATION SUPPLIES 
AND EQUIPMENT 


2817 Laclede Ave., St. Louis 3, Mo. 


om CURTIS mee 


REFRICERATION 


Ate CONMBITIONING 
eee COMMERCIAL 


Curtis Refrigerating Machine Division 


of Curtis Manufacturing Company 
1912 Kienlen Ave. St. Louis, Mo. 


. - Dial Thermometers 
Valve Specialties. 


Gauges . 
Recorders .. . 


JAS. P. MARSH CORPORATION 
2067 Southport Ave., Chicago, Ill. 


HEAT TRANSFER EQUIPMENT 


ARLO 


COIL COMPANY 


SAINT LOUIS, MISSOURI 


. 


VACUUM PLATE 
COOLING & FREEZING UNITS 
ee ee 


THE EMBLEM OF QUALITY 


The EBCO Manufacturing Company 
401 W. TOWN STREET COLUMBUS. OHIO 


“MOISTURE’S MASTER’ 


DAVISON'S 


‘SILICA GEL 


—USED IN ALL WELL-KNOWN DRYERS 
= YOUR JOBBER CAN SUPPLY YOU 


ecoMAI 
FITTINGS ror rerriceration 


NORTHERN INDIANA BRASS CO, 
e ELKHART, INDIANA ° 


UNIVERSAL COOLER CORPORATION 
Gutomatic Refriganation. aimee. 1922 


For 
Maximum 
Evaporator 
Efficiency 


ALCO VALVE CO. ST. LOUIS, MO. 


REFRIGERATION 
PRODUCTS: i 


Elders 


BUFFALO, N. ¥. 


Automatic Pressure, 
Temperature and 
Flow Controls 


GENERAL CONTROLS 


801 ALLEN AVENUE, GLENDALE 1, CALIF. 
BRANCHES: BOSTON + NEW YORK « PHILADELPHIA « CLEVELAND 
DETROIT « CHICAGO « DALLAS « DENVER © SAN FRANCISCO 


BEN 


FARM LOCKER PLANT 
BEN-HUR MFG. CO. 
Bast Keefe Ave., Milwaukee 12, Wis 


Truman Committee Stresses Importance 


Of More Civilian Production; Sees 
Considerable Resumption by June 


WASHINGTON, D. C.—The bet- 
ting here is that of all the plans and 
pronouncements made thus far on 
when and how civilian goods pro- 
duction will be resumed, the one 
most likely to be followed is that 
set forth in the recently issued re- 
port of the Senate Truman Com- 
mittee. 

And what the committee recom- 
mends is that “civilian production 
should be permitted at the highest 
levels consistent with obtaining the 
war material required for combat 
action and military training.” The 
report also pointed out that cut- 
backs and cancellations of war con- 
tracts are being made at an increas- 
ing rate, and will likely soon ex- 
ceed new contracts. 

Thus, some of the “insiders” here 
believe that resumption of civilian 
production on a considerable scale 
may begin by June of this year. 
However, that date will be con- 
tingent upon the time and progress 
of the European invasion to a 
market degree. 

It is felt here that the Truman 
Committee thinking carries much 
weight because it expresses a kind 
of combined’ executive-legislative- 
WPB attitude, and because it has 
access to all the information about 
war production progress and war 
contracts. 


HITS ARMY ATTITUDE 


The Truman report cracks hard at 
the Army attitude that permitting 
civilian production will give rise to 
complacency about the war on the 
home front, and strikes at the atti- 
tude that plant and manpower fa- 
cilities should be held on a “standby” 
basis for any possible need of the 
armed services. 

Following are some of the major 
points made by the Truman group 
relative to production of civilian 
items from now on in: 


“A sound civilian economy is an 


absolute essential to waging a long 
war. If the home economy is per- 
mitted to weaken and lose the 
resiliency necessary for quick and 
successful conversion to peacetime 
occupations it will not be able to 
provide employment for soldiers and 
war workers when they are released 
from their present tasks.” 

While there is no question that 
the biggest part of our productive 
economy should be devoted to war 
goods to the point where actual 
needs of the armed forces are met, 
beyond that point productive effort 
can best help the armed forces by 
strengthening the home economy. 

“This does not entail waste or soft, 
luxurious living. The military has 
had trouble understanding this 
proposition.” 

The report said that some method 
of materials allocation will be neces- 
sary for certain items for civilians, 
such as household appliances. 


— 
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NOW! COOLERS 
FOR WAR PLANTS 


Now they can be sold! 
Day and Night glass fil- 
ter coolers for industrial 
cafeterias; bubbler cool- 

ers for war plants. 


WRITE FOR LATEST DATA 


went? COOLER DIVISION 
DAY & NIGHT MFG. CO. 


MONROVIA + CALIFORNIA 
FACTORY NTATIVES _ 
Peete: + b CHICAGO = 
x nace, 

DECATUR, GA. 


ST. pe rik 
3331 MarketSt.- J.E. Parker, 228 2nd St. 


“Special allocations of scarce ma- 
terials such as ball bearings and 
electric motors will have to be made 
for their production and may have 
to be based on some sort of quota 
system.” 


‘A THREAT OF INFLATION’ 


“A threat of inflation” is contained 
in the curtailment of civilian pro- 
duction, and the more goods avail- 
able to meet the pent-up demands of 
consumers, the less likelihood there 
is of an inflation resulting from con- 
sumer bidding-up of the prices of 
scarce commodities. 

“If we are going to try to de- 
termine with respect to each manu- 
facturer whether it is fair for him 
to start operations, many problems 
will be presented. 

“A manufacturer may be free be- 
cause he avoided war _ contracts 
which his competitors sought, or he 
may be free because his competitor 
won the race for contracts, or be- 
cause he finished the war contracts 
which he had at a faster rate than 
his competitor. 

“The manufacturer who had the 
best claim from the standpoint of 
the product to be manufactured 


might not be located in the best area , 


from a manpower standpoint, and 
might not be the one who required 
the least addition to facilities. In 
other words, the different factors 
alleged to be given consideration 
might point to different manufac- 
turers and the decision between 
them would always be open to 
question of possible bias or prejudice. 
“As more and more materials be- 
come free in more and more different 
forms, articles which might possibly 
be made by combinations of the free 
articles will become both more 
numerous and more complex. This 
almost certainly will result in an 
intolerable burden upon any agency 
that may attempt to make the 
thousands of decisions that would 
have to be made if the government 
is to attempt detailed regulation. 
“In any event it would place an 
intolerable burden upon the manu- 
facturers, particularly the small and 
intermediate ones, for each manu- 
facturer would have to come to 
Washington with hat in hand in an 
attempt to convince the various 
officials having or claiming to have 
jurisdiction with respect to his case.” 


QUESTIONS IDLE PLANTS 


Taking sharp issue with the theory 
held by the military that idle plants 
and labor are a good thing because 
when plants are held in stand-by 
capacity their labor naturally drifts 
to places where it is more urgently 
needed, the committee offered this 
argument in opposition: 

“First, many women and older 
men who were not employed before 
the war would be lost to the labor 
force, because they would be forced 
to stop work and would not be will- 
ing, or in many cases able, to move 
to areas where additional manpower 
was needed for war production. 

“Second, many workers, even in 
areas of manpower shortage, would 
quit their present employment be- 
cause the inability to obtain civilian 
goods destroys a large part of their 
incentive to work. This tendency to 
quit employment in war industries is 
already one of the most important 
single factors in the manpower situa- 
tion. 


| Nelson Explains Views 


On Reconversion Plans 


WASHINGTON, D. C.—“I do not 
believe you can have a democracy 
and at the same time forbid new 
competition,” .. . but “restrictions 
on ‘new’ companies which want to 
enter an industry for the first time 
will undoubtedly be needed until the 
now critical components and mate- 
rials are in easy supply,” declared 
Donald M. Nelson, chief of the War 
Production Board, in a recent letter 
to Senator Francis Maloney of 
Connecticut. 

Sen. Maloney had asked, “is there 


| a policy with respect to the treat- 
ment of firms which now express a 
| desire to enter production of par- 


ticular civilian items even though 


| such firms did not produce such 
| items before the war?” 


“This question,” Nelson replied, 
“touches the roots of national policy. 
If the government were to attempt 


to prevent new competition, there 
would clearly be grave danger of 
shackling the country with a regi- 
mented economy for a long while to 
come. Such action would require 
detailed planning of all production 
by a government group—a develop- 
ment which I would _ strenuously 
oppose.” 

But with respect to “new” firms 
desiring to enter competition, Nelson 
believes that “so long as wartime 
controls are retained, materials and 
components should not be allocated 
to these ‘new’ firms until firms al- 
ready established in the affected 
industries, and which are in a 
position to resume production of 
their former products, have received 
their just allocations.” 

Questioned by Sen. Maloney as to 
whether all producers of a particular 
product would be permitted to re- 
sume production at the same time, 
or whether some producers in some 
areas would be given preference, 
Nelson wrote that it would be a 
“physical impossibility” for all pro- 
ducers to start peacetime production 
simultaneously, ‘owing to the vary- 
ing degrees to which companies are 
engaged in essential war work.” 

“If, without interference with the 
war effort, we can give a manu- 
facturer in a non-critical manpower 
area materials and parts to resume 
production of things the civilian 
economy needs, I think it is to the 
public interest that we do so without 
waiting until another concern in a 
critical area is permitted to resume 
production.” 


TUBING 


BUNDY TUBING CO., DETROIT 


YOUR SKPECTATIONS 


PHOTOGRAPHIC PROCESSING EQUIPMENT 


Controlled Temperature Film and Print Develop- 
ing Equipment. Cooling Units for X-Ray De- 


veloping Tanks. High Speed Film and Print 
D Equipment. Controlled Temperature 
Photographic Sinks. 


TEMPRITE PRODUCTS CORPORATION 
41 Piquette Avenue Detroit, Michigan 


Use CHICAGO SEALS 


for seal replacements 
A complete line in all sizes 


CHICAGO SEAL CO. 
20 North Wacker Dr., Chicage 


Sulfur Dioxide 
Methyl Chloride 


ANSUL 


Available in cylinders, drums and car- 
load lots. Agents for Kinetic’s “‘Freon 
12.” See your local Ansul jobber. Ansul 
Chemical Company, Marinette, Wis. 


MUELLER BRASS CO. 
Port Huron, Mich. 


TRIPLE SEAL DIAPHRAGM 
VALVE . 
Longer Diaphragm Life 
Positive Sealing at Three 
Essential Points 


bi the war 
on moisture 


Sona 


IMPERIAL 704P£2Z DEHYDRATOR | 


One piece streamlined shell—fewer joints—no soft solder 
—less chance of leakage. Copper and brass construction. 
Packed with “Silica Gel”. 


IMPERIAL BRASS MFG. CO., 563 S. RACINE AVE., CHICAGO 7, ILL. 


Built in sizes up to 7 h.p. 


1728 S. Michigan Ave. __ 
Chicago, 16, Ill. 


"THE HARRY ALTER CO. 


_ Two Big Warehouses 
to Serve You 


134 Lafayette St. 
New York, 13, N.Y. 


* Here’s HEBER PARKER, Superintendent 
of Tyler No. 2 Plant, who is doing a great job 
keeping the wheels turning on a heavy sched- 
ule of war products. Parker’s commercial re- 
frigeratiom experience goes back nearly 20 
years. Having advance information on Tyler 
post-war plans, he believes the greatest oppor- 
tunity for profit ever advanced will be avail- 
able for Tyler dealers in the post-war period. 


— 


BUY BONDS TODAY anv PLAN FOR TOMORROW 
OUR POST-WAR PROGRAM WILL BENEFIT YOU! 
ASK US ABOUT IT NOW = 


WRITE DEPT. 220 


» REFRIGERATOR COMPANY 0 fi 
Philadelphia. Penna. 


FOGEL 
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